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Cispus River EMER 17-13-025 Sammamish, Lake EMER 17-08-022 
Clearwater River EMER 17-16-091 Sarg Hubbard Park Pond EMER 17-09-003 
Columbia Park Pond EMER 17-09-004 Satsop River EMER 17-16-091 
Columbia River EMER 17-06-037 Sauk River EMER 17-15-032 
EMER 17-07-083 EMER 17-15-045 
EMER 17-08-029 Silver Lake (Pierce County) EMER 17-08-026 
EMER 17-08-053 Similkameen River EMER 17-07-050 
EMER 17-09-032 EMER 17-13-090 
EMER 17-11-045 EMER 17-15-019 
EMER 17-11-113 Sitkum River EMER 17-16-091 
EMER 17-12-041 Skagit River EMER 17-12-043 
EMER 17-13-007 EMER 17-13-017 
EMER 17-13-015 EMER 17-13-117 
EMER 17-13-050 EMER 17-14-069 
EMER 17-13-063 EMER 17-15-032 
EMER 17-13-090 EMER 17-15-045 
PROP 17-13-110 Skookumchuck River EMER 17-16-091 
EMER 17-14-052 Skykomish River EMER 17-02-048 
EMER 17-15-016 EMER 17-04-041 
EMER 17-15-019 EMER 17-15-043 
EMER 17-15-023 Snahapish River EMER 17-16-091 
EMER 17-16-069 Snake River EMER 17-09-049 
Cowlitz River EMER 17-13-015 EMER 17-11-059 
EMER 17-13-025 EMER 17-17-046 
EMER 17-16-086 EMER 17-17-061 
Curl Lake EMER 17-09-054 emergency rules, rescinding EMER 17-17-056 
Dickey River EMER 17-16-091 Snohomish River EMER 17-15-043 
Diobsub Creek EMER 17-15-059 Sol Duc River EMER 17-16-091 
Downey Creek EMER 17-15-059 Solleks River EMER 17-16-091 
Drano Lake EMER 17-13-015 South Lewis County Park Pond EMER 17-10-018 
Elk River EMER 17-16-091 Squire Creek EMER 17-14-036 
Entiat River EMER 17-07-050 EMER 17-15-058 
EMER 17-17-068 Stillaguamish River EMER 17-14-036 
Failor Lake EMER 17-07-121 EMER 17-15-058 
Found Creek EMER 17-15-059 Straight Creek EMER 17-15-059 
Frank’s Pond EMER 17-09-024 Suiattle River EMER 17-15-032 
Goodell Creek EMER 17-15-059 EMER 17-15-045 
Heart Lake EMER 17-11-053 Sulphur Creek EMER 17-15-059 
Hoh River EMER 17-13-066 Sylvia, Lake EMER 17-11-042 
EMER 17-16-091 Tenas Creek EMER 17-15-059 
Hoquiam River EMER 17-16-091 Thunder Creek EMER 17-16-091 
Humptulips River EMER 17-16-091 Tilton River EMER 17-13-025 
Icicle River EMER 17-11-024 Tucannon River EMER 17-06-060 
EMER 17-14-014 Van Winkle Creek EMER 17-16-091 

Illabot Creek EMER 17-15-059 various changes affecting numerous 
Joe Creek EMER 17-16-091 locations PREP 17-03-042 
Johns River EMER 17-16-091 PROP 17-11-109 
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PROP 17-11-122 EMER 17-08-085 
PROP 17-13-110 EMER 17-09-023 
PROP 17-15-062 EMER 17-10-026 
PERM 17-16-109 shrimp PERM 17-01-085 
PERM 17-17-029 EMER 17-10-051 
Wallace River EMER 17-02-048 EMER 17-12-003 
EMER 17-04-041 EMER 17-13-001 
Wenatchee River EMER 17-13-090 EMER 17-14-015 
EMER 17-15-019 EMER 17-15-047 
White Chuck River EMER 17-15-032 EMER 17-16-128 
EMER 17-15-045 withdrawals PROP 17-01-040 
White Salmon River EMER 17-13-015 smelt EMER 17-06-020 
Willapa River EMER 17-16-091 squid PERM 17-01-085 
Wind River EMER 17-13-015 steelhead (see individual rivers under "restrictions" above) 
Wishkah River EMER 17-16-091 sturgeon (see individual rivers under "restrictions" above) 
Wynoochee River ENER : Le ere | surfperch EMER 17-03-079 
akıma River -09- EMER 17-03-088 
EMER 17-13-033 EXPE 17-12-102 
. EMER 17-15-007 EMER 17-13-034 
rockfish, various EMER 17-06-008 EMER 17-14-013 
EMER 17-07-009 PERM 17-17-045 
EXPE 17-12-102 Hunting 
EMER 17-14-013 animals 
MOVER. PERM 17-17-045 bear PROP 17-04-103 
salmon (see also under individual rivers above) PREP 17-03-041 PREP 17-10-070 
EMER 17-03-058 bighorn sheep PROP 17-04-103 
EMER 17-05-043 PROP 17-04-103 
EMER 17-07-030 SEN PERM 1710.076 
EMER oe, deer PROP 17-04-103 
DSA PERM 17-10-076 
EMER 17-09-072 
EMER 17-10-047 elk PROP 17-04-103 
PROP 17-11-108 M O 
PROP 17-13-132 
PROL ILLIUS PERM 17-17-088 
EMER 17-13-002 gone birds 
EMER 17-13-038 doves PROP 17-04-103 
PERM 17-10-076 
DOR dI MU pheasant PROP 17-04-103 
PROP 17-15-062 PROP: 
PROP 17-15-063 pigeons PROP 17-04-103 
EMER 17-16-006 FERM: 17-10-070 
EMER 17-16-029 various PROP 17-04-103 
PERM 17-10-076 
EMER: 17°16 087 moose PROP 17-04-103 
PERM 17-16-109 OR 
EMER 17-16-110 PERM--LI-19-079 
EMER 17-16-169 turkey, wild PROP 17-04-103 
PERM 17-17-029 PERM: 17-10-076 
EMER 17317095 waterfowl, migratory Du Md 
EMER 17-17-122 > 
sea cucumbers PERM 17-01-085 ducks PROP 17-04-103 
sea urchins PERM 17-01-085 PERM 17-10-076 
EMER 17-04-025 geese PROP 17-04-103 
shellfish : PERM 17-10-076 
abalone PERM 17-01-085 general regulations 
clams other than razor clams PERM 17-01-085 auctions and raffles EE i 5 Hee 
EMER 17-01-109 2 
EMER 17-06-065 dead resident wildlife, importation and retention 
EMER 17-07-127 of PROP 17-04-103 
PROP 17-12-008 PERM 17-10-076 
EMER 17-14-070 disabilities, persons with m ees 
generally PERM 17-01-085 -i2- 
goose barnacles PERM 17-01-085 ; PERM 17-17-109 
mussels PERM 17-01-085 hoof disease PREP 17-10-070 
E PERM 17-17-088 
PROP 17-12-008 -17-4 
oysters PERM 17-01-085 permits, various PROP 17-04-103 
EMER 17-01-109 PERM 17-10-076 
EMER 17-06-065 PROP 17-13-132 
PROP 17-12-008 PERM 17-17-088 
EMER 17-14-070 special closures and firearm restriction 
razor clams EMER 17-02-031 areas PROP 17-04-103 
EMER 17-02-074 PERM 17-10-076 
EMER 17-03-077 seasons 
EMER 17-04-011 bird dog training seasons PROP 17-04-103 
EMER 17-05-004 PERM 17-10-076 
EMER 17-06-006 permits, special season PROP 17-04-103 
EMER 17-07-010 PERM 17-10-076 
EMER 17-07-123 various PROP 17-04-103 
EMER 17-08-032 PERM 17-10-076 
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Hydraulic code rules 
mineral prospecting 
authorized work times 


Sultan River EMER 17-14-038 
EMER 17-14-079 
Interpretive and policy statements 
fish and wildlife commission 
Columbia river basin salmon management MISC 17-04-021 
conservation of fish and wildlife resources MISC  17-04-055 
North of Falcon 2017-2018 MISC  17-04-022 
Public records PREP  17-15-048 
EMER 17-15-072 
Public records officer MISC  17-06-053 
Rules coordinator MISC  17-15-107 
Wildlife 
commercial wildlife vendors PREP  17-04-102 
conflict management and interactions 
livestock and guard dog losses, payment for PROP 17-16-175 
various possible changes PREP 17-12-115 
endangered and protected species lists 
bald eagle PERM 17-02-084 
loggerhead sea turtle PROP 17-13-131 
lynx, North American PERM 17-02-084 
marbled murrelet PERM 17-02-084 
pelican, American white PERM 17-02-084 
peregrine falcon PERM 17-02-084 
yellow-billed cuckoo PROP 17-13-131 
endangered species 
types defined as covered animal species PREP 17-17-085 
FOREST PRACTICES BOARD 
Agenda MISC 17-05-022 
MISC 17-16-093 
Applications and notifications 
electronic signature and payment PREP 17-07-109 


FREIGHT MOBILITY STRATEGIC INVESTMENT BOARD 


Public records officer MISC 17-15-003 
Rules coordinator MISC 17-15-004 
FRUIT COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 
FUNERAL AND CEMETERY BOARD 
(See LICENSING, DEPARTMENT OF) 
GAMBLING COMMISSION 
Card games and card rooms 
games 
baccarat 
cards, preshuffled PREP 17-12-085 
nonhouse-banked card games 
match play coupons as gambling 
promotion PERM 17-04-010 
Fees for licensing 
fee structure and payment of fees PREP 17-16-172 
PREP 17-17-096 
General rules 
activities 
promotions 
gambling promotions, generally PERM 17-04-009 
match play coupons as gambling 
promotion PERM 17-04-010 
promotional contests of chance, exclusion 
of PERM 17-04-009 
wheels, using in promotions PERM 17-04-009 
reporting of activities by licensees PREP 17-16-172 
PREP 17-17-096 
Manufacturers 
cards, preshuffled, for baccarat PREP 17-12-085 
Meetings MISC 17-02-073 
MISC 17-04-002 
MISC 17-06-012 
MISC 17-07-063 
MISC 17-08-068 
MISC 17-10-020 
MISC 17-10-050 
MISC 17-16-079 
Public records officer MISC 17-07-133 
Raffles 
members-only 
maximum value PREP 17-16-068 
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Rules coordinator MISC 17-12-028 
GEOLOGIST LICENSING BOARD 


(See LICENSING, DEPARTMENT OF) 


GLOBAL ANIMAL HEALTH-TANZANIA 
(See WASHINGTON STATE UNIVERSITY) 


GLOBAL OPERATIONS AND LEADERSHIP DEVELOPMENT 
(See WASHINGTON STATE UNIVERSITY) 


GOVERNOR, OFFICE OF THE 
Appeals 
notices MISC 


MISC 


17-01-009 
17-03-010 


GOVERNOR'S INTERAGENCY COUNCIL ON HEALTH 
DISPARITIES 
(See HEALTH, DEPARTMENT OF) 


GRAIN COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


GRAYS HARBOR COLLEGE 


Meetings MISC 17-03-056 
GREEN RIVER COLLEGE 


Meetings MISC 17-01-158 
GROWTH MANAGEMENT HEARINGS BOARD 


(See ENVIRONMENTAL AND LAND USE HEARINGS OFFICE) 


GUARANTEED EDUCATION TUITION (GET) COMMITTEE 
(See ADVANCED TUITION PAYMENT, COMMITTEE ON) 


HABITAT AND RECREATION LANDS COORDINATING GROUP 
(See RECREATION AND CONSERVATION OFFICE) 


HEALTH, DEPARTMENT OF 
Agenda MISC 17-04-076 
MISC  17-16-123 
Applied behavior analysis advisory committee 
meetings MISC  17-02-044 
Athletic training advisory committee 
meetings MISC 17-02-011 
MISC  17-10-042 
Board of health, state 
agenda MISC  17-04-076 
MISC  17-16-123 
communicable and other diseases 
rabies PROP 17-10-056 
PERM 17-15-021 
governor's interagency council on health disparaties 
meetings MISC  17-01-074 
MISC  17-12-045 
immunization of child care and school children 
national guidelines and publications PROP 17-10-024 
PERM 17-16-124 
interpretive and policy statements 
vision screening of school children, rescinding 
statement MISC 17-17-044 
meetings MISC  17-01-074 
MISC 17-12-044 
MISC  17-15-106 
newborn screening 
adrenoleukodystrophy, X-linked PREP 17-01-046 
PROP 17-14-102 
notifiable conditions 
various changes PREP 17-09-050 
schools, primary and secondary 
environmental health and safety standards PERM 17-14-055 
vision screening, standards for school districts 
generally PERM 17-03-009 
interpretive statement, rescinding MISC 17-17-044 
water recreation 
recreation and recreational water contact 
facilities PREP 17-01-048 
water systems 
group A public water supplies 
microbial contamination, protection against PERM 17-01-062 
various additional changes PERM 17-01-062 
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Chemical dependency professional certification advisory committee 


meetings MISC  17-03-043 
Children with special health care needs 
coordinated services 
various changes PREP  17-15-067 
Chiropractic quality assurance commission 
colleges, chiropractic PREP 17-02-045 
continuing education PERM 17-07-096 
early remediation program for practice deficiency 
allegations PREP 17-02-045 
rules, clarifying, streamlining, and modernizing 
withdrawals PREP  17-05-008 
Dental hygiene examining committee 
meetings MISC  17-15-116 
Dental quality assurance commission 
anesthesia PREP 17-17-089 
dental assistants 
scope of practice PERM 17-05-056 
erratum for WSR 17-05-056 See Issue 17-06 
dental hygienists, licensed 
tasks under general and close supervision PERM 17-01-045 
dentists 
examination, clinical, requirements PROP 17-16-098 
licensing 
residency in lieu of examination PROP 17-16-143 
opioid drug prescribing PREP 17-17-140 
expanded function dental auxiliaries 
scope of practice PERM 17-05-056 
erratum for WSR 17-05-056 See Issue 17-06 
pediatric patients 
sedation, moderate, with parenteral agents PERM 17-07-037 
Denturists, board of 
professional title of denturists, designating PREP 17-16-121 
Diseases, communicable and other 
rabies PROP 17-10-056 
PERM 17-15-021 
Emergency medical services 
air ambulance services PERM 17-07-059 
Epinephrine autoinjectors and anaphylaxis training 
and reporting PROP 17-17-143 
Facility standards and licensing 
blood establishments PROP 17-06-046 
PERM 17-14-026 
certificate of need 
ambulatory surgical facility operating rooms PERM 17-05-068 
kidney dialysis treatment centers PERM 17-04-062 
"sale, purchase, or lease," deleting definition PERM 17-08-097 
fire code inspections by state fire marshal 
alternative funding from fees PROP 17-12-083 
independent review organizations, certification of 
repealing chapter PERM 17-02-008 
licensing 
hospitals 
acute care PROP 17-12-083 
alcohol and chemical dependency PROP 17-12-083 
psychiatric PROP 17-12-083 
schools, primary and secondary 
environmental health and safety standards PERM 17-14-055 
surgical settings, office-based 
analgesia and anesthesia administration PROP 17-11-118 
trauma centers, designated PREP 17-06-044 


Governor's interagency council on health disparaties (see "Board of health, 
state" above) 
Hearing and speech, board of 
hearing aid specialists 


educational program approval PREP  17-16-125 
examination standards PREP  17-16-125 
interim permit holders PREP  17-16-125 
speech-language pathology assistants 
educational and supervision requirements PREP  17-16-125 
HIV statewide planning group 
meetings MISC 17-03-080 
Immunization 
child care and school children 
national guidelines and publications PROP 17-10-024 


Information and records, health care (see "Records and information, health 
care" below) 
Interpretive and policy statements 
parentage, establishing following a surrogacy 


contract MISC  17-08-039 
Red Cross, anaphylaxis and epinephrine autoinjector 
training by MISC 17-08-012 
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vision screening of school children 


rescinding statement MISC 17-17-044 
water systems, surface, sanitary survey frequency 
for MISC  17-06-004 
Marijuana, medical 
authorization data base PREP  17-02-006 
consultant certificate PREP 17-02-006 
Massage, board of 
massage practitioners 
various changes PROP 17-07-113 
PERM 17-14-062 
meetings MISC 17-06-005 
MISC 17-07-129 
Medical quality assurance commission 
opioid drug prescribing 
allopathic physicians and physician 
assistants PREP 17-17-156 
standards of practice issues technical assistance 
allopathic physicians and physician assistants 
withdrawals PREP  17-04-080 
suicide assessment, treatment, and management training 
allopathic physician assistants PERM 17-07-044 
allopathic physicians PERM 17-07-043 
surgical settings, office-based 
analgesia and anesthesia administration PROP 17-11-118 
temporary practice permits 
physician assistants 
military spouses PROP 17-11-035 
physicians PROP 17-11-034 


Mental health counselors, marriage and family therapists, and social 
workers advisory committee 


meetings MISC 17-03-044 
Midwifery advisory committee 
meetings MISC 17-04-097 
MISC 17-09-027 
Naturopathy, board of 
colleges of naturopathic medicine, approval 
of PREP 17-13-095 
continuing education requirements PREP 17-08-062 
medical marijuana PREP 17-14-056 
temporary practice permits 
military spouses and domestic partners PROP 17-08-064 
various possible changes PREP 17-13-092 
Newborn screening 
adrenoleukodystrophy, X-linked PREP 17-01-046 
PROP 17-14-102 
Notifiable conditions 
various changes PREP 17-09-050 
Nursing care quality assurance commission 
ARNP designations 
clinical nurse specialist EXPE 17-03-045 
PERM 17-12-113 
licensing 
demographic data, submission by nurses PROP 17-16-129 
opioid drug prescribing by ARNPs PREP 17-17-142 
substance abuse monitoring programs PROP 17-03-084 
PERM 17-11-132 
Nursing home administrators, board of 
health service executive, as certification 
option PREP 17-17-084 
Occupational therapy practice board 
examinations PREP 17-03-108 
occupational therapy assistants 
supervised fieldwork experience PREP 17-03-108 
suicide prevention training PROP 17-08-080 
PERM 17-14-093 
supervision, standards of PREP 17-03-108 
Optometry, board of 
meetings MISC 17-01-042 
optometrists 
franchises and equipment use agreements 
withdrawals PREP 17-04-036 
sexual misconduct PREP 17-07-047 
temporary practice permit 
military spouses and domestic partners PREP 17-07-101 
Osteopathic medicine and surgery, board of 
osteopathic physician assistants 
opioid drug prescribing PREP 17-17-139 
sexual misconduct PERM 17-01-043 
suicide prevention training PROP 17-05-052 
PERM 17-12-103 
Index 
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osteopathic physicians 


opioid drug prescribing PREP 17-17-139 
sexual misconduct PERM 17-01-164 
suicide prevention training PROP 17-05-053 


PERM 17-12-100 
Pharmacy quality assurance commission 


automated drug dispensing devices PERM 17-07-027 
business practices of pharmacies 

withdrawals PREP  17-13-076 
controlled substances, schedule 1, adding to list 

fentanyl derivatives, certain EMER 17-17-055 


EMER 17-17-144 
synthetic cannabinoids, cathinones, and 
opioids EMER 17-17-055 
EMER 17-17-144 
emergency outpatient prepackaged 
medications PERM 17-01-108 
hospital pharmacy associated clinics 
individual practitioner offices and multipractitioner 
clinics EMER 17-01-144 
EMER 17-09-025 
EMER 17-17-048 
inspection of pharmacies, updating process for PROP 17-16-118 


meetings MISC  17-12-042 
MISC 17-17-052 
pharmacist to pharmacy technician ratio PREP  17-13-097 
pharmacy assistants, registration of PERM 17-04-027 
prescription refills for continuity of care in 
emergencies PERM 17-01-146 
sexual misconduct standards PERM 17-01-143 
suicide prevention education PROP 17-05-014 


PERM 17-11-117 
Podiatric medical board 


meetings MISC 17-01-044 
opioid drug prescribing PREP 17-17-147 
sexual misconduct PERM 17-01-163 
temporary practice permits 

military spouses and domestic partners PREP 17-12-027 
various possible changes PREP 17-13-093 


PREP 17-13-094 
Policy statements (see "Interpretive and policy statements" above) 
Prescription monitoring program PROP 17-11-033 
PREP 17-15-132 
Professional standards and licensing 
advisers, certified 


fees and renewal cycle PROP 17-15-070 

suicide assessment training standards PERM 17-07-025 
animal massage 

"therapy," changing "practitioner" to PERM 17-11-058 


applied behavior analysis professionals 
behavior analyst and assistant behavior analyst, 
licensed PROP 17-01-141 
PREP 17-02-007 
PROP 17-07-114 
PERM 17-08-018 
PERM 17-12-084 
PREP 17-13-128 
PREP 17-17-020 
behavior technician, certified PROP 17-01-141 
PREP 17-02-007 
PROP 17-07-114 
PERM 17-08-018 
PERM 17-12-084 
PREP 17-13-128 
blood draws, forensic 


forensic phlebotomists PREP 17-15-022 
PERM 17-15-075 
standards of practice PROP 17-09-022 


PERM 17-15-075 

chemical dependency professionals 
suicide assessment training PROP 17-06-061 
PERM 17-13-083 


chemical dependency professionals and trainees 


fees and renewal cycle PROP 17-15-070 
sexual misconduct EXPE 17-14-010 
chiropractic X-ray technicians PROP 17-05-044 
PERM 17-08-061 
chiropractors 

colleges, chiropractic PREP 17-02-045 
continuing education PERM 17-07-096 

early remediation program for practice deficiency 
allegations PREP 17-02-045 
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fees and renewal cycle PROP 
PERM 
rules, clarifying, streamlining, and modernizing 
withdrawals PREP 
counselors, agency affiliated, registered 
fees and renewal cycle PROP 
counselors, certified 
fees and renewal cycle PROP 
suicide assessment training standards PERM 
credentialed health care providers 
administrative procedures and requirements PREP 
PREP 


dental assistants 
scope of practice PERM 
erratum for WSR 17-05-056 See Issue 17-06 
dental auxiliaries, expanded function 
scope of practice PERM 
erratum for WSR 17-05-056 See Issue 17-06 
dental hygienists, licensed 


tasks under general and close supervision PERM 
dentists 
anesthesia PREP 
examination, clinical, requirements PROP 
licensing 
residency in lieu of examination PROP 
opioid drug prescribing PREP 
pediatric sedation with parenteral agents PERM 
denturists 
fees and renewal cycle PROP 
professional title, designating PREP 
East Asian medicine practitioners PROP 
PERM 
forensic phlebotomists PREP 
PERM 


hearing aid specialists 
examination standards and educational 


programs PREP 

interim permit holders PREP 
hearing health care professionals, generally 

interim permit holders PREP 
home care aides PREP 
hypnotherapists, registered 

fees and renewal cycle PROP 
marijuana, medical 

consultants, certification of PREP 


marriage and family therapists and associates, licensed 
continuing education 


suicide prevention training PROP 
PERM 

various changes PROP 
PERM 

fees and renewal cycle PROP 
various changes PROP 
PERM 


massage practitioners 
animal massage 


"therapy," changing "practitioner" to PERM 
various changes PROP 
PERM 
medical assistant-certified 
exams for certification, recognized PREP 
fees and renewal cycle PROP 
forensic blood draws PROP 
PERM 
medical assistant-hemodialysis technician 
fees and renewal cycle PROP 
medical assistant-phlebotomist 
fees and renewal cycle PROP 
forensic blood draws PROP 
PERM 
medical assistant-registered 
fees and renewal cycle PROP 
mental health counselors and associates, licensed 
approved educational program, definition PERM 
continuing education 
suicide prevention training PROP 
PERM 
various changes PROP 
PERM 
fees and renewal cycle PROP 
various changes PROP 
PERM 


17-05-044 
17-08-061 


17-05-008 
17-15-070 


17-15-070 
17-07-025 


17-10-007 
17-10-045 


17-05-056 


17-05-056 


17-01-045 


17-17-089 
17-16-098 


17-16-143 
17-17-140 
17-07-037 


17-15-126 
17-16-121 
17-07-081 
17-15-006 
17-15-022 
17-15-075 


17-16-125 
17-16-125 


17-16-125 
17-09-046 


17-15-070 
17-02-006 


17-07-110 
17-13-082 
17-07-110 
17-13-082 
17-15-070 
17-07-110 
17-13-082 


17-11-058 
17-07-113 
17-14-062 


7-01-047 
7-15-069 
17-09-022 
17-15-075 


7-15-069 
7-15-069 


17-09-022 
17-15-075 


7-15-069 
17-02-005 


17-07-110 
17-13-082 
17-07-110 
17-13-082 
17-15-070 
17-07-110 
17-13-082 


midwifery/midwives 


naturopaths 


colleges of naturopathic medicine, approval 


of 
continuing education 
fees and renewal cycle 
medical marijuana 
temporary practice permits 
military spouses and domestic partners 
various possible changes 
nurses and nursing 
advanced registered nurse practitioners 
clinical nurse specialist 


opioid drug prescribing 
fees and renewal cycle for nursing 
professions 
licensing 
demographic data, submission by nurses 
nursing pools 
fees and renewal cycle 
substance abuse monitoring programs 


nursing home administrators 
fees and renewal cycle 
health service executive, as certification 
option 
occupational therapy 
examinations 
occupational therapy assistants 
supervised fieldwork experience 
suicide prevention training 


supervision, standards of 

ocularists 
apprentices and apprenticeship hours 
fees and renewal cycle 
licensing process and requirements 
mandatory reporting 

opticians, dispensing 
examination and licensing requirements 
fees and renewal cycle 


personal supervision, definition of 
optometrists 
franchises and equipment use agreements 
withdrawals 
sexual misconduct 
temporary practice permit 
military spouses and domestic partners 
osteopathic medicine and surgery 
osteopathic physician assistants 
opioid drug prescribing 
sexual misconduct 
suicide prevention training 


osteopathic physicians 
opioid drug prescribing 
sexual misconduct 
suicide prevention training 


pharmacists and pharmacies 
automated drug dispensing devices 
business practices of pharmacies 
withdrawals 


controlled substances, schedule 1, adding to list 


fentanyl derivatives, certain 
synthetic cannabinoids, cathinones, and 
opioids 


emergency outpatient prepackaged 
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